STEYR 


| ‘TOMORROW “So PERFORMANCE TODAY 


HOUSING GROUP: 


MAGAZINE: 


MAGAZINE CAPACITY: 
SAFETY: 


BOLT: 


STEYR SS6-PN 
TYPE: 
CALIBER: 


BOLT: 


RECEIVER: 


BARREL: 


RIFLING: 


MAGAZINE TYPE: 


MAGAZINE CAPACITY: 
TRIGGER: 


sive oo 


Compact semi-automatic and multi-pur- 
pose rifle with intechangeable barrel 
systems, 

5.56mm x 45mm (223 Rem.), 
Gas-operated with adjustable gas plug. 
Synthetic, olive-green. One-piece mould- 
ing houses receiver group, hammer 
‘mechanism and magazine. 

Receiver housing with optic sight (built 
directly into the carrying grip) slides into 
the stack from the front. Optional re- 
ceiver housing available to accept 
NATO-STANDARD SCOPE mounting 
system or optional quick-detach scope 
mounts (1", 26mm or 30mm) 
Detachable. Synthetic (transparent) 
staggered magazine feeds from below. 
30 round: 42 rounds (optional), 

Lateral push-through type locks trigger 
‘movement. 

Fixed locking turn-bolt type, with eight 
locking lugs. Note: To convert the AUG 
to left-hand ejection; 1. replace bolt 
with optional interchageable left-hand 
bolt. 2. move ejection lid to right side of 
stock. 3. move sling swivel to right side 
of stock. 


BARREL GROUPS: 


RIFLING: 


OPTICAL SIGHT: 


WEIGHT (EMPTY): 


MAGAZINE WEIGHT 
(EMPTY); 
OVERALL LENGTH: 


OVERALL HEIGHT: 


Interchangeable. 407mm/16", 508mm/ 
20" and 621mm/24.5", with gas-pres- 
‘sure adapter and swing/pivot type barre! 
grip. Cold hammer-forged. Chrome-lined 
bore including chamber. Barrel locks 
into receiver body by rotating it one- 
eighth turn, 

Six lands and grooves, right-hand twist, 
‘one turn in 228mm/S" (for M193 or 
SS109-type ammunition). 

1.5 power optical sight with windage 
and elevation settings. Centered open 
aiming circle or other reticles (optional) 
With 407mm/16" bbl: 3.3 kg/7.2 Ibs. 
standard: with 508 mm/20" bbl. 3.6 kg/ 
7.9 Ibs. 

with 62 1mm/24.5" bbl.: 3.9 kg/8.6 Ibs. 
0.13 kg/5 oz. 


With 407mm/16" bbl: 9Omm/27" 
standard: with 508mm/20" bbl. 
790mm/31" 

with 62 1mm/24.5" bbl.: 300mm/35.5 
275mm/11 


Right-handed bolt acton rifle. 
7.62 x 51mm (.308 Win.) 

Cylindrical. Six heavy-duty rear-locking 
lugs: two gas ports; cocking indicator; 
recessed bolt face. Modified and larger 
bolt handle. 

Heavy-duty receiver with closed front 
and rear bridge. Dovetailed to accept 
NATO-standard scope mounting sys- 
tem. Note: The barrel is shrunken 2.5 
inches (53mm) into the receiver with a 
pressure of more than 10 tons, 
650mm/26-inch, heavy free-floating 
barrel with match crown. Cold hammer. 
forged. 

Four lands and grooves, right-hand 
twist, one tun in 305mm/12" 
Detachable. Straight-line feed rotary 
drum magazine with transparent back 
plate. Made of rugged Macroon. Note: 
Optional 10-shot magazine has stag: 
gered feed, 

5 rounds; 10 rounds (optional) 

‘Single or double-set triggers (to allow 
;he shooter in tactical situations to 
“set” the front trigger to fire with a pull 
of from two to eight ounces). Both 
types are adjustable for weight of pull 


SAFETY: 
SIGHTS: 
SCOPE MOUNTS: 


optics: 


STOCK: 


SWIVELS: 


FINISH: 


TRIGGER GUARD & 
MAGAZINE HOUSING: 
OVERALL LENGTH: 
WEIGHT: 


Sliding safety. 
No open sights. 

Optional Parkerized NATO-standard 
quick-detachable Steyr mounts for 1" 
26mm or 30mm scoves. 

Optional Kahles steel tube ZF84 6X42 
scope with adjustable dial range from 110 
to 8B yards (100-800m). Parkerized fin- 
ish to prevent glare, 

‘Synthetic ABS CYCOLAC with moulded 
checkering. Black color. Three remova: 

ble butt spacers allow length of pull to 

be adjusted between 12.5 and 14 

inches (32.5-35.5cm). Includes black 
‘anodized mounting rail for sling or ac 
cessory attachment. 

25mm/1". Front: detachable and adjust: 
able on mounting rail. Rear: transverse 
‘mounted on butt (slot cut for sling on 

left side of butt), 

‘Non-glare Parkerized finish on barrel 

and receiver: 

‘Synthetic Macroton. Lightweight, rust 
proof and extremely durable. 

113mm/44. 5 

SSG-PII with magazine: 4.25 kg/9 lbs. 6 

02, 

‘SSG-PII with ZF84 scope: 4.85 kg/10 

Ibs. 11 02. 

empty magazine: 65 9/2.3 ozs. 


TYPE: 
CALIBER: 
BOLT: 


RECEIVER: 


BARREL: 


RIFLING: 
MAGAZINE TYPI 


Right-handed bolt action rifle. 
7.62 x 51mm (.308 Win.) and .243 
win. 

Cylindrical. Six heavy-duty rear-locking 
Jugs: two gas ports: cocking indicator 
recessed bolt face 

Heavy-duty receiver with closed front 
and rear bridge. Dovetailed to accept 
NNATO.standard scope mounting sys- 
tem. Note: The barrel is shrunken 2.5 
inches (53mm) into the receiver with a 
pressure of more than 10 tons, 
‘650mm/26-inch, medium-heavy free- 
floating barrel with match crown. Cold 
hammer-forged. 

Four lands and grooves, right-hand 
‘twist, one turn in 305mm/12" 
Detachable. Straight-line feed rotary 
drum magazine with transparent back 
plate. Made of rugged Macrolon. Note. 
Optional 10-shot magazine has stag. 
gered feed. 

5 rounds: 10 rounds (optional. 

Single or double-set triggers (to allow 
the shooter in tactical situations to 
“set” the front trigger to fire with a pull 
of from two to eight ounces). Both + 
types are adjustable for weight of pull 


SAFETY: 
SIGHTS: 


SCOPE MOUNTS: 


oprics: 


STOCK: 


SWIVELS: 


FINISH: 


TRIGGER GUARD & 
MAGAZINE HOUSING: 
OVERALL LENGTI 
WEIGHT: 


GSr 


GUN SOUTH, INC. 
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Sliding safety. 

Iron sights. Front: hooded ramp with 
blade, adjustable for elevation, Rear: 
slanted V-notch, adjustable for 
windage. 

Optional Parkerized NATO-standard 
quick-detachable Steyr mounts for 1 
26mm or 30mm scopes, 

Optional Kahles steel tube ZF84 6X 
‘scope with adjustable dial range from 
110 to 880 yards (100-800m). Parker- 
ized finish to prevent glare. 

‘Synthetic ABS CYCOLAC with moulded 
checkering. Black color. Three remova- 
ble butt spacers allow length of pull to 
be adjusted between 12.5 and 14 
inches (32.5-35.5cm). 

25mm/1”. Front: permanently mounted 
on fore-end tip. Rear: transverse 
‘mounted on butt (slat cut for sling on 
left side of butt). 

‘Non-glare Parkerized finish on barrel 
and receiver. 

Synthetic Macrolon. Lightweight, rust- 
proof and extremely durable. 
113mm/44.5", 

‘SSG with magazine: 4.08 kg/9 Ibs. SSG 
with ZFB4 scope: 4.68 kg/10 Ibs. 5 oz 
empty magazine: 65 /2.3 ozs. 


qn The world leader in accuracy, 
geoenam Beas a= nan Peliahility and durahility. 


ACTION 
and opTics SCOPE MOUNTS Heavy-duty right-handed action with a FINISH 
AGERE 08 ES posite SEY Optional special Kahles steel-tube Optional parkenized military standerd | _clased front and rear bridge offers Non-glare parkerized finish for better 
ZFB4 6X scope with adjustable dial range a Hele oe Ones en shooters the utmost in safety and metal protection and easier 
BOLT from 110 to 880 yards. Calibrated to any igt z strength. Features an integral dove- maintenance. 
Phasphate-coated to eliminate glare and 


26 mm or 30mm tube optics. : 
adjust automatically for drop and drift ui tailed, NATO-standard scope-mounting 
binding in extreme weather conditions. of the bullet, allowing the shooter to system. 
maintain a constant point of aim and 


BARREL SEAT FRONT SIGHT 

ies paint of impact. Receiver is shrunk (by heating and then e Adjustable far elevation, the ramp- 

Sixheavy-ch te cooling) on to 212 inches of the cold hammer ARREL mounted blade is hooded for protection. 
ix heavy-duty rear-locking lugs. forged barrel. This is done to obtain optimal 26-inch, medium-heavy barrel, free- 


BOLT HANDLE 
Butter-knife bolt handle, especialy de- 
signed for speed reloading. 


sonnection between the receiver and barrel. floating, cold-hammered, tapered bore: 
Ca twist one turn in 12 inches. 


SLANTED REAR SIGHT 


= Adjustable for windage. 


COCKING INDICATOR 


muzzLeE 
Crowned for match performance and 
protected with a muzzle cap (furnished). 


MAGAZINE 
Macrolan rotary magazine with five- 
round capacity. (NOTE: Magazine halds 
cartridges at the shoulder, preventing 
damage to bullet tips and allowing 


PRICE 
The SSG offers features and advan- 


smooth loading and straight-line feed- EXCLUSIVITY 
tages found only in high-priced custom- ing—a well-known characteristic of The SSG is an original Steyr Mannlicher 
TRIGGER made target rifles. No other production Mannlicher rifles.) 


Fully external, adjustable, crisp single 
trigger. Weight of trigger pull is adjustable 


product, painstakingly built by a respected 


rifle can compare with it—at any price. company manufacturing military arms 


for mare than 100 years and known the 

from 2.5 to 4.7 pounds. (Double set triggers SUIVELS world over for the quality of its prod- 

are also available as pictured at no extra 1” swivels. ucts, workmanship and technolagical 
cherge.) PERFORMANCE innovation. 
STOCK Consistent grouping within one minute 
The Black ABS Cycolac stock has no TRIGGER GUARD of angle at 300 yards is a traditional 
personality, but it performs in the worst MAGAZINE HOUSING Mannlicher characteristic 
of conditions. Unlike wood it is unaf- Made of aerospace-developed Macrolon 
SPACERS fected by moisture and climage changes to achieve lightweight, to eliminate rust 
Removable spacers allow length of pull and is rugged to resist taugh handing. and to guarantee durability. 
to be adjusted between 12.5 and 14 


inches, thus enabling the SSG to be fit- 
ted to shooters of all statures permit- 
ting proper scope eye-relief 


ORIGINAL 
STEYR S' 


41. Removable butt spacers allow length of pull -—-—-_Double-set triggers allow the shooter in 3. Phosphate-coated bolt. Note the utiltarian but 
A tobe adjsuted between 12.5 and 14 inches tactical situations to “set” the front trigger to terknife bole handle to facilitate speedy oper 
LOc X vimm<. MN. fire with a pullof from two to eight ounces tion, the cocking indicator which can even be 


felt in the dark) and the six heavy-duty rear: 
Fitted with its hooded blade front sight and slanted leaf rear sight, the bicelles 
SSG is a superb rifle with unparalleled accuracy. Equipped with an optional 
Kahles ZF84 scope, this precision-made bolt-action rifle provides hair-split- 
ting accuracy that must be seen to be appreciated. Chambered for the 7.62 
NATO round (also called the .308 Winchester) of proven power and with its 


26-inch barrel, the SSG weighs in at 9 pounds (10 pounds 5 ounces with 
scope). Overall length, 44.5 inches. 
To accommodate marksmen of various statures, removable spacers have 
been built into the butt section of the virtually indestructible ABS Cycolac 
stock. Other features of the SSG include an optional double-set trigger (at 
no extra charge), and a military-type two-position sliding thumb safety. - ‘ 
‘Alco optionalivavailable far extra fire pewer ere ten-shotimegacnes a Miearpaypa sacnoetbon setety ia te. aes Cen scdstoral ropanen. Nes 
made of Macrolon. 


middle position, rifie is on safe, but bolt can be transparent back plate permitting verification 
operated: in the forward position, it's ready to fire. of the number of cartridges remaining. 


8. Crowned muzzle gives match performance: 
hooded shroud protects blade front sight: 


x | | | The most dependable and rugged defense 
== ji .=-Wweaponever developed for police use. 


= 
= 
ACTION 
SCOPE MOUNTS Heavy-duty right-handed action with a 
_— optics Optional parkerzied NATO-standard closed front and rear bridge offers FINISH 
ME AIR to Been eee Optional special Kahles steel-tube ZF84 quick-detachable mounts can accommo- shooters the utmost in safety and Non-glare parkerized finish for 
BOLT &X scope with adjustable dial range date any U.S.—or foreign-made 1-inch, strength. Features an integral dove- better metal protection and 
from 110 to 880 yards. Calibrated to 26mm or 30mm tube optics. tailed, NATO-standard scope-mounting easier maintenance. 
adjust automatically for drop and drift system. 
BARREL SEAT, HEAVY BARREL 
Receiver is shrunk (by heating and then 26-inch, heavy barrel, free-floating. 
cold-hammered. tapered bore 
twist one turn in 12 inches. 


Phosphate-coated to eliminate glare 
and binding in extreme weather 

of the bullet, allowing the shooter to 
maintain a constant point of aim and 


conditions. 
point of impact. 


cooling) on to 2’ inches of the cold hammer 
forged barrel. This is done to abtain optimal 
1 connection between the receiver and barrel. 


Lucs 
Six heavy-duty rear-locking lugs. 


BOLT HANDLE 
Larger, modified bolt handle for sure 


grip and quick action reloading. 


MAGAZINE 
Macrolon rotary magazine with five- 
round capacity. (NOTE: Magazine holds 
cartridges at the shoulder, preventing 
damage to bullet tips and allowing 

smooth loading and straight-line feed- EXCLUSIVITY 

ing—a well-known characteristic of The SSG-PIl is an original Steyr Mannlicher 
Manniicher rifles.) product, painstakingly built by a respected 

company manufacturing military arms 
for more than 100 years and known the 

world over for the quality of its prod- 


COCKING INDICATOR 
‘Shows when firing pin is cocked. 


PRICE 
The SSG-Pll offers features and advan- 


TRIGGER tages found only in high-priced custom 
Fully external, adjustable, crisp single made target rifles. No other production 
trigger. Weight of trigger pull is adjustable rifle can compare with it—at any price. 
from 2.5 to 4.7 pounds. (Double set triggers rs 
lable 2d at ‘tra che 2 
are also available as pictured at no extra charge. a One inch swivel adjustable for travel wots, workmanship and technological 
STOCK TRIGGER GUARD Consistent grouping within one minute i a ba 
The Black ABS Cycolac stock has no MAGAZINE HOUSING . of angle at 300 yards is a traditional 
Made of aerospace-developed Macroion Mannlicher characteristic. 
to achieve lightweight, to eliminate rust 


personality, but it performs in the worst 

of conditions. Unlike wood it is unaf- 

fected by moisture and climage changes 
and is rugged to resist tough handling. 


and to guarantee durability. 


SPACERS 
Removable spacers allow length of pull 


to be adjusted between 12.5 and 14 
inches, thus enabling the SSG to be fit- 


ted to shooters of all statures permit- 
ting proper scope eye-relief. 
STEYR SSG -] {| | 


ORIGINAL 
762 x 51mm (808 Win.) and 244 Win. 


What makes the Steyr SSG-PIl the ultimate police sniper rifle? The preci- 
sion you need. The performance you demand. And the dependability you can’t 


3—OPTIONAL ACCESSORIES—The Steyr 


afford to be without. 
The SSG-PIl offers the advanced features you expect from Steyr-Mann- 
licher: a large modified bolt handle, NATO-standard quick-detach scope sys- 
tem, adjustable sling rail, tough ABS cycolac stock, and your choice of single 
or double set triggers. The barrel is made of special Boehler cold-hammer i CUED BOLT HANDLE Lao, sac 2 HEAVY BARREL—The 850mm/26 inch 
4 ‘affords sure act you avy free floating barrel is shrunken 2.5 SSG-PIl accepts a wide range of accessories 
forged steel with a twist of one turn in 12 inches—ideal for 165-168 grain need: Loading and reloading is more repid and inches into the receiver with over 10 tons of to adept to variant situations. The optional Lit- 
easier—absolutely necessary in critical pressure to achieve optimum stability and elim- ton M-845 night vision device (shown above) 
situations. inate barrel vibration. The Parkerized finish di-. interchanges in less than 5 seconds while 
minishes glare and offers better metal maintaining point of impact. Also shown is an 
protection and easier cleaning. optional 10-round magazine. 


match bullets. 
When everything depends on the rifle you carry, you can depend on the 
Steyr SSG-PIl. 


